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MEMORANDUM FOR: Director of Planning, Programming, and 

Budgeting 


SUBJECT 


REFERENCE 


Research and Development -- Audio 
Countermeasures Equipment 

Memo dated 28 June 1967 to D D/SIt T from 
D/PPB with attachments. Same Subject. 


1. Z am returning the referenced memorandum and attachments 
herewith. 

2. I share your enthusiasm in the progress which the co- 
ordinated program represents, and anticipate further improvement 
in both the organisation and the quality of the RfcD effort which 
results from Joint planning and execution at the working level. 


4. The { 

of I 
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1 difference between the program budget 
and the specific items identified in the program 
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provides a desirable degree of flexibility at this time to 
accommodate any desirable shifts In emphasis, i. e. , perh ap s 
more work on protection in relationship to detection, or so some 
of the items on the current list may be funded more heavily. 


CARLE. PUCKETT 
Deputy Director for 
Science aad Technology 
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